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PREFACE 



The Fall Term 1966 Space Utilization Report for the Oregon State 
System of Hi^er Education includes information concerning each of the 
following institutions governed by the Oregon State Board of Higher 
Education: 



and selected information applicable to the state-wide Division of Con- 
tinuing Education, The report was prepared with the cooperation of the 
institutional research personnel or the space analysts at the nine insti- 
tutions, the Board°s Office of Institutional Research and the Board's 
Office of Business Affairs (Facilities Planning). 

The data on scheduled occupancy of classrooms and laboratories were 
assembled from the faculty "Reports of Service" which were prepared 
during the fourth week of the term. With the exception of two of the 
institutions (University of Oregon Dental School and University of Oregon 
Medical School), these data were processed on a computer at the University 
of Oregon Statistical Laboratory in Eugene. A manual operation of cross 
coding and computations was used in preparing the utilization report for 
both the Dental and the Medical Schools. 
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I 

INTRODUCTION 

The Oregon State System of Higher Education was organized in 1932, 
following a survey ordered by the 1929 Legislative Assembly. The organization 
consists of a Board of nine members appointed by the Governor to serve regu~ 
lar terms of six years. The Board selects a Chancellor as its executive 
officer to carry out the directives and policies established by the Board. 
Among other matters, the Chancellor and his staff are concerned with 
curriculum planning, student and faculty affairs, continuing education, 
budgeting, accounting and fiscal control, campus and building planning, 
public relations, etc. 

The State Board of Higher Education has adopted policies on the 
following subjects which directly affect the development of the operating 
budget and capital outlay programs; 



1. 


Long Term Guidelines 


8. 


Cost Allocations 


2. 


Admission Policies 


9. 


Capacity to Finance Auxiliary 
Enterprise Projects 


3. 


Enrollment Projections 


10. 


Air Conditioning 


4. 


Space Use Objectives and 
Building Planning Standards 


11. 


1 

Bid Procedures 


5. 


Master Campus Planning 


12. 


Appointment of Professional 
Consultants 



6, Land Acquisition Policies 



7. Categories of Capital 
Outlay Expenditures 

The demands of society upon the individual have mounted during the last 
twenty years (since World War II) toward the attainment of education beyond 
the high school level. A recent study by the Census Bureau pointed out 
chst about three of every ten Americans were enrolled in school or college 




- 1 - 









for the present academic year. The study further stated that college 
and professional school enrollment was up 70 percent (6ol million 
persons) from 1960<, The increased number of students in all segments of 
higher education has generated the need for additional facilities and has 
prompted a thorough analysis of the use of all existing facilities. The 
Office of Business Affairs of the Oregon State System of Higher Education 
has been inventorying its buildings and other physical facilities for 
many years, but has refined these records recently to provide a substantial 
amount of detailed information to assist the staffs of the institutions 
and the: Board's Office in planning for future enrollment growth. Much 
of the record keeping is accomplished through a data processing program 
which has been developed on a computer in close cooperation with the 
staff of the Comptroller's Office in Corvallis. 

Physical Facilities Inventory 

Each of the nine institutions in the Oregon State System of Higher 
Education has a staff member who has, as one of his responsibilities, 
the maintenance of space inventory data for buildings and other facilities 
at his institution. Records are available on all buildings except 
residential, dormitory-dining facilities, off-campus branch experiment 
stations and units under construction. 

The following definitions are used in reporting information and data 
regarding areas for the space inventory: 

Gross Area - The gross floor area is the sum of the areas within 
the principal outside faces of the exterior walls at each 
floor level neglecting architectural setbacks and projections. 

Nonusable Area - Nonusable area includes all exterior wall areas, 
interior partitions, pipe spaces and chases, vertical plenums, 
dead spaces, etc. 

Net Usable Area - The net usable area is the square foot area 
in the interior of a building, excluding structural elements 



such as walls, columns, shafts, partitions, etc., based 
upon measurements taken at or near floor level. The net 
usable area of a space or building is the sum of all 
measurable floor areas with a headroom of 6 ''6" or more. 

Nonassignable Area - Nonassignable area includes stairs, 

halls, elevacors, toilet rooms, janitor rooms, mechanical 
rooms , etc . 

Net Assignable Area - Net assignable area is the floor area 
of a room, floor of building, assignable to an operating 
department (exclusive of physical plant maintenance and 
building operation space). The net assignable area of 
a room is measured from the inside walls at or near the 
floor level. 

The following schedule reflects the relationships between the different 
areas : 

Gross Area = 100% of the building 

Gross Area ~ Nonusable Area ~ Net Usable Area 

Net Usable Area - Nonassignable Area = Net Assignable Area 

As the inventory program has been designed, each of the buildings 
has been assigned a number which corresponds with the Building Valuation 
Schedule maintained by the Comptroller’s Office in connection with the 
State Restoration Fund Report, and individual spaces in each building 
have been identified by floor level and room number. Coding has been 
prepared to identify spaces in all buildings by the following major 
classification system: 



1. 


Multiple Contact (classrooms. 


5. 


Libraries and Museums 




seminar rooms, gymnasiums, etc.) 


6. 


Residential and Miscellaneous 


2. 


Laboratories 


7. 


Medical-Dental 


3. 


Multiple Contact Other 
(conference rooms, auditoriums. 


8. 


Service Areas 




etc.) 


9. 


Building Services (stairs. 


4. 


Offices 




halls, janitorial areas, 
mechanical-electrical rooms. 








etc.) 



Subclassifications are provi ie i in each category 
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